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been discontinued on account of non-payment of bill, then in such event
unless consumer shall, within forty-eight hours after service haas been
discontinued, apply for reconnection of service and pay the account, then
in such event the utility shall apply the deposit of such consumer toward
the discharge of such account and shall as soon thereafter as practicable,
refund the consumer any excess of the deposit." (Filed, secretary state's
office-August 4, 1937.)
Rule 31-D. "No electric and/or gas and/or water utility company shall
be required to furnish its electric and/or gas and/or water service to any
applicant, who at the time of such application, is indebted under an undis-
puted bill to such utility company for service, either gas or electric or
water, theretofore furnished such applicant." (Filed, secretary state's
office-August 4, 1937.)
Rule 35-B. "When a would be customer or customers of a public utility,
either gas, electric, or water, make application for service at a point not
immediately adjacent to a service line of a utility, if the requirement of
such service is reasonable, it shall be rendered under reasonable terms and
conditions determined by the facts of each case." (Filed, secretary state's
office-August 4, 1937.)
Rule 36-C. "All rates, tolls, charges and fares proposed to be put into
effect by any public utility under the regulation of this Commission, shall
be first approved by this Commission before they shall become effective,
unless they are exempt from such approval by statute or other provision
of law." (Filed, secretary state's office-August 4, 1937.)
Rule 36-D. "No rate, toll, charge, fare nor service of any public utility
under the regulation of this Commission shall be deemed approved nor
consented to by the mere filing of a schedule or other evidence thereof
in the offices of the Commission; but such approval and consent to be
good must be actually and affirmatively made. (Filed, secretary state's
office-August 4, 1937.)
ARTICLE II-OPERATION OF WATER UTILITIES COMING
UNDER THE JURISDICTION OF THE RAILROAD COMMIS-
SION OF SOUTH CAROLINA.
1. Application for connection.-Connection with the mains of the Water
Company will be made upon the written application of the owners of
the premises to be supplied with water (or his duly authorized agent),
upon blanks provided by the company, and upon compliance by the ap-
plicant with the rates, rules and regulations of the company, and after
the approval of the application by the company endorsed thereon. The
size of service line, valves, meters and other fittings, fixtures or appliances
necessary to give the service applied for shall be determined by the com-
pany. (Filed, secretary state's office-August 4, 1937.)
2. Application for service.-Upon the application of the owner, or any
authorized agent or tenant of the owner, water will be furnished through
connections already made, or applied for by the owner, and upon com-


